PART 1 ) 


HARYANA GOVT GAZ ., DEC . 4 , 1973 (AGHN . 13 , 1895 SAKA ) 


1909 


No.PE - 2-73 /64963. - In exercise of the powers conferred by section 5 of the Punjab Gram 
Panchayat Aet, 1952 (Act 4 of 1953 ), and ali other powers enabling in this beha if , the Governor of 
Haryana hereby makes amendments to the following notification of Development and Panchayat Depart 
ment, published in the Haryana Government Gazette , dated the 20th September , 1973 , as shown against 
the notification , namely : 
Notification No. EPR - 73 / 130 , dated 20th 

In the schedule in column 4 , against serial 
September , 1973 ( Tehsil Sonepat). 

number 77 and 77A for the words 
“ Rohtak ” the words “ Sonepat” shall be 
substituted . 


VEENA KOHLI, Dy. Secy . 


COLONIZATION DEPARTMENT 


The 26th November , 1973 


No. 15978 /MAII. - In exercise of the powers conferred by sub -section (1) of Section 3 of the 
Punjab New Mandi Townships (Development and Regulation ) Act , 1960 , the Governor of Haryana is 
pleased to declare the area mentioned in Column 4 of Schedule below , to be New Mandi Township 
for the purpose of the said Act, which shall be known by the name specified in Column 3 thereof 
namely : 

SCHEDULE 


District 


Tehsil 


Name of New Mandi 

Township 


Specification of area 


Jind 


Safidon 


Safidon 


Revenue Estate - Safidon H. B. 
No.54 comprised in Khasra Nos. 
352 , 352/1 


(Area :-9A - 2K - 6M ) 


Revenue Estate - Singhpura , H. B. 
NO . 53 comprised in Khasra 
Nos. 6/21/1 min 22/2 , 22/1/1 
min , 22/1/2 , 23/1/2/1 min , 25 , 
15/1/1 , 2 , 58 , 64 , 70 , 72/1, 190 , 
205 , 206 , 207 , 208 , 209 , 211, 212 , 
213, 214 , 222, 223 , 224 , 225 , 
226 , 227 , 228 , 229 , 230 , 231, 232 , 
233 , 234 , 240 min , 494 . 

( Area :—19A - 4K - 7M ) 


(Sd ) 


Secy. 


CHIEF ENGINEER , HARYANA , P.W.D. PUBLIC HEALTH BRANCH , 

CHANDIGARH 


The 28th November, 1973 
No. 20-73 /17826 - PH /EII . - On his appointment as Sub Divisional Engineer (Mechanical ) on the 
recommendations of Haryana Public Service Commission in the scale of Rs. 400—30—700 / 40-1100 Shri 
Avtar Singh took ovər the charge of Ground Water Investigation pubiic Health Sub -Division , Gurgaon 
with effect from 30th August, 1973 ( fore -noon ) relieving Shri Fazal Ahmed Khan , Sub -Divisional 
Engineer Mechanical ( Ad -hoc) whose services stood terminated in terms of the conditions of his appoint 
ment letter, with effect from the above said date . 

2. Shri Avtar Singh shall be under training for a period of two months . 


J. L. SETHI, 


Chief Engineer , Haryana , 
P.W.D. Public Health Branch , Chandigarh . 


